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PART IH 


Stores Purchase 


Health Service Department 

TENDER NOTICE 

No. S1/8129/12. 18th June 2012. 

Sealed tenders in the prescribed forms are invited for 
the supply of Resectoscope Unit for Urology Department 
to Medical College Hospital, Kozhikode. 

Approximate Cost— 5,00,000. 

Superscription tender number should be specifically 
noted as Sl/8129/12. 

Price of tender (in duplicate) (Cash only/Money 
order)— 1,130. 

Date and time for close of sale of tender forms— 
28-7-2012, 3 p. m. 

Last date and time for receipt of tender—30-7-2012, 
5 p. m. 

Date and time for opening of tender—31-7-2012, 
12 noon. 

Date upto which the rates are to be firms—30-11-2012. 


Address of officer from whom tender forms are to be 
obtained and whom tenders are to be sent—The 
Superintendent, Medical College Hospital, Calicut. 

(Scft.otf>1ec9S)os 6)aojDlc9S)R58 (8<&>0(sge3 rarajusjnjpmloQ/lfflm 
trsjeoogsl cu)1n_|0(3§2ff)iaci31 csejcss) oIctua egoamec&oaj 
cffljsnDlg <u1(mffl6mo ffluja^anocmlcn mlasulra) csanooGsralroS 
ctuIkrS 6)S6n30jca>c/5 

0S6n§(3 «s)jca>— 5,00,000. 

6issn§c3 rareassscBOjcm Aajolcnjmjc&glcnS 6)S6nedi cnamc3 

Cif)cnjl/8129/12 a^OT) <ft.O6TT)1^1ffl1c0€)STT)o. 

fflS6neblfflag ailej (so<£bcru ms«)o)— 1,130. 

6)S6n§(3 GaDooo (u1«53<es)janD rardcncruocn rail as oil as 30 
cruacreaijo—28-7-2012, 3 ai6m1. 

6is6nec8 ca>1cs§sre rareajcruom (mlcractnfto^o cruacnxujo— 

30- 7-2012, 5 2)61101. 

6)ssrrs(3 fflnjogl oBfiijcm «nl c® ot/Ictojo arumcmaijo— 

31- 7-2012, 12 2)6071. 

fflS6rBdlra8 ajocffijcm cbl(Oc06>;j<ft>«3 L^3^^A«5T5)1&nrale<e6)6rr3 
rardojcruocn ra/tooil—30-11-2012. 









11 


6)ssng(3 Gnoooo cft.1§jcmra)1<Djo njjolojlJ raraoaaacBcW) 
6 necs)jfflo<i» earaSojIejocruo—crujin-isne, Daniil< 06 x 08 e<ft>oegss 
(3T5)crajnJt.8J)1, e<ft>ow1e<06)os. 


Details of Items 

SI. 

Name of 

Quantity 

No. 

Items 

Nos. 

1 

Resectoscope Sheath 

2 

2 

Working Element 

2 

3 

24 F Diameter Obturator 

2 

4 

30 Forward Angle Telescope 

2 


Medical College Hospital, 
Kozhikode-8. 


(Sd.) 

Superintendent. 






